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EXHIBIT A 
OUTSTANDING PROPOSALS 
FOR SPARES AND SUPPORT EQUIPMENT 


CMCC Proposal 
Number Requirement System Subject Date 
. © 151x5.719 2 3, M-1 FAK Kit - Equipment List LL 9-16-57 
ie ‘ 180 Day Spares - Equipment List MM 
fe OF SLOE - Equipment List NN 
io. 
x {151x5. 797 1 5, M-1 FAK Kit - Equipment List DD, 10-24-57 
‘ # j Revision A 
\151X5, (90 As 25. 3 14-Channel FAK Kits; G, H, J and K Racks, 10-24-57 
bs Data Reduc- Equipment Lists YG, YH, YJ 
tion and YK 
151X5.837 1, 2, 3 3-Channel FAK Kits; A, B, C and F Racks 11-19-57 
Data Reduc- Equipment Lists YA, YB, YC and 
a tion YF, Revision B 


Depot Spares - Equipment List Y, 
Revision B 


151X5. 893 3 System 1 FAK List: Equipment List I, 12-16-57 
Rev. D (one each) and 
Equipment List I, 
Rev. E (three each) 
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